48      DOCKETED ITEMS

1. Financial Information

9107030224 Forwards "Duke Power Co Annual Rept 1990" & certified financial state-
ments.

TUCKMAN.M.S. Duke Power Co. 91/06/25. Document Control Branch (Document
Control Desk). 8pp. 58438:039-58438:109.

-9107030232 "Duke Power Co Annual Rept 1990."
LEE.W.S. Duke Power Co. 90/12/31. 60pp. 58438:047-58438:109.

P. Operating license stage documents & correspondence

9107290041 FOIA request for info re listed plants.

FELLERS.R.A. North Carolina, Univ. of, Chapel Hill, NC. 91/01/15. Division of Free-
dom of Information & Publications Services (Post 890205). 1p. 58568:064-58568:064.

9107020296 Forwards request for addl info re individual plant exam. Responses re-
quested within 60 days.

WIENS.L. Project Directorate if-3. 91/06/26. TUCKMAN.M.S. Duke Power Co. 12pp.
58264:095-58264:106.

9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection
sys.Svc list end.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/27. Consolidat-
ed Edison Co. of New York, Inc. 50pp. 58436:001-58436:051.

9107290056 Final response to FOIA request for info re Georgia Power Vogtle.South
Carolinas Electric & Gas Co VC Summer & Duke Power Oconee 1,11 & III plants.App
records already available in PDR.App B records encl & being made available in PDR.
PHILIPS.J. Division of Freedom of Information & Publications Services (Post 890205).
91/06/27. FELLERS.R.A. North Carolina, Univ. of, Chapel Hilt, NC. 4pp. 58568:065-
58568:099.

9107160154 Discusses evaluation of QA program description & commitments submitted
on 910418-Proposed change re frequency for procedure review appears to be reduc-
tion in QA commitments.

JOHNSON.J.R. Region 2 (Post 820201). 91/07/03. TUCKMAN.M.S. Duke Power Co.
4pp. 58419:121-58419:124.

9107190196 Forwards summary of 910530 DPC/NRC interface meeting.Meeting atten-
dees listed in encl 1.

WIENS.LA.   Project   Directorate   II-3.  91/07/10.  Project  Directorate  II-3.   124pp.
58463:228-58463:351.

9106210169 NRC Info Notice 91-042, "Plant Outage Events Involving Poor Coordination
Between Operations & Maint Personnel During Valve Testing & Manipulations." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:067-58435:152.

9107100089 Suppls 910130 response to NRC Bulletin 88-011 re pressurizer surge line
thermal stratification.Four remaining activities re reanalysis of surge line drain piping &
rev to station procedures for heatup & cooldown completed.

TUCKMAN.M.S. Duke Power Co. 91/06/28. Document Control Branch (Document
Control Desk). 3pp. 58393:076-58393:078.

9107100098 Responds to NRC 910604 Itr re violations noted in Insp Repts 50-269/91-
08,50-270/91-08 & 50-287/91-OS.Corrective actions: flange properly installed on valve
3LP-19 & leakage testing performed & flange connections will be reviewed.
TUCKMAN.M.S. Duke Power Co. 91/07/02. Document Control Branch (Document
Control Desk). 8pp. 58393:064-58393:071.

9106280018 NRC Info Notice 91-043, "Recent Incidents Involving Rapid Increases in
Primary-to-Secondary Leak Rate." Svc list encl.

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 91/07/05.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:153-58435:238.

9107020082 NRC Info Notice 91-044, "Improper Control of Chemicals in Nuclear Fuel
Fabrication." Svc list encl.

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/07/08. Consolidated Edison Co. of New York, Inc. 63pp. 58464:001-58464:065.

9107160166 Forwards facility reactor building tendon surveillance rept to fulfill require-
ments of tech spec 4.4.2 re tendon inservice insps.

TUCKMAN.M.S. Duke Power Co. 91/07/08. Document Control Branch (Document
Control Desk). 28pp. 58470:214-58470:241.

9107150332 Responds to NRC 910613 Itr re violations noted in insp repts 50-269/91-
09,50-270/91-09 & 50-287/91-09.Corrective actions: inoperable flow transmitter re-
paired & crossover flow instrumentation on two units checked.

TUCKMAN.M.S. Duke Power Co. 91/07/11. Document Control Branch (Document
Control Desk). 6pp. 58458:325-58458:330.

9107110017 NRC Info Notice 91-046, "Degradation of Emergency Diesel Generator
Fuel Oil Delivery Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/18.
Consolidated Edison Co. of New York, Inc. 87pp. 58568:238-58568:325.

Q. Inspection reports, IE Bulletins & correspondence

9107080198 Advises that NRC will return to prior practice of responding to ail notice of
violation response Itrs.

EBNETER.S.D. Region 2 (Post 820201), 91/04/01. TUCKMAN.M.S. Duke Power Co.
3pp. 58386:198-58386:200.

9106030272 NRC Info Notice 91-035, "Labeling Requirements for Transporting Multi-
Hazard Radioactive Matls." Svc list encl.

BURNETT.R.F. Division of Safeguards & Transportation (Post 870413). 91/06/07.
Consolidated Edison Co. of New York, Inc. 83pp. 58256:118-58256:202.

9107080190 Forwards Insp Repts 50-269/91-11,50-270/91-11 & 50-287/91-11 on
910428-0525.No violations or deviations noted.

HERDT.A.R. Region 2 (Post 820201). 91/06/07. TUCKMAN.M.S. Duke Power Co.
2pp. 58386:050-58386:061.

-9107080192 Insp Repts 50-269/91-11,50-270/91-11 & 50-287/91-11 on 910428-
0525.NO violations or deviations noted.Major areas inspected:operations,surveillance
testtng.maint activities & review of open items.

POERTNER.W.K., DESAI.B.B., N1NH.S.Q. Region 2 (Post 820201). 91/06/06. 10pp.
58386:052-58386:061.

9106040346 NRC Info Notice 91-037, "Compressed Gas Cylinder Missile Hazards." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 84pp. 58255:001-58255:085.

9106060294 NRC Info Notice 91-038, "Thermal Stratification in Feedwater Sys Piping."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/13.
Consolidated Edison Co. of New York, Inc. 87pp. 58297:117-58297:204.

9107160161 Discusses insp repts 50-269/91-09,50-270/91-09 & 50-287/91-09 on
910324-0427 & forwards notice of violation.

EBNETER.S.D. Region 2 (Post 820201). 91/06/13. TUCKMAN.M.S. Duke Power Co.
6pp. 58419:126-58419:133.

-9107160165 Notice of violation from insp on 910324-0427.Violations noted:valves
3HP-409 & 2HP-410 inoperable for greater than 72 h & licensee failure to reduce re-
actor power below 60% during numerous periods of reactor operations.
EBNETER.S.D. Region 2 (Post 820201). 91 /06/13. 2pp. 58419:132-58419:133.

9106110125 NRC Info Notice 91-039, "Compliance W/10 CFR Part 21, 'Reporting of
Defects & Noncompliance*." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/06/17. Consolidated Edison Co. of New York. Inc. 70pp. 58568:164-58568:234.

9107160205 Ack receipt of 910604 Itr informing NRC of steps taken to correct violations
noted in insp repts 50-269/91-09, 50-270/91-09 & 50-287/91-09.
HERDT.A.R Region 2 (Post 820201). 91/06/18. TUCKMAN.M.S. Duke Power Co.
3pp. 58421:004-58421:006.

9106130344 NRC info Notice 91-040. "Contamination of Nonradioactive Sys & Result-
ing Possibility for Unmonitored.Uncontrolled Release to Environ." Svc list encl.
ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 91/06/19.
Consolidated Edison Co. of New York, Inc. 86pp. 58297:207-58297:293,

9106210168 NRC Info Notice 91-041, "Potential Problems W/Use of Freeze Seals"
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edtson Co. of New York, Inc. 84pp. 58416:188-58416:272.

R. Periodic operating reports & related correspondence

9107220267 Forwards monthly operating repts for June 1991 for Oconee Nuclear Sta-
tion & revised repts for May 1991,consisting of personnel exposure info.
TUCKMAN.M.S. Duke Power Co. 91/07/15. Document Control Branch (Document
Control Desk). 1p. 58539:102-58539:118.

-9107220269 Monthly operating repts for June 1991 for Oconee Nuclear Station.
WILLIAMS.R.A. Duke Power Co. 91/06/30. 15pp. 58539:103-58539:117.

-9107220270 Revised monthly operating repts for May 1991  for Oconee  Nuclear
Station.consisting of personnel exposure info.
* Duke Power Co. 91/05/31.1p. 58539:118-58539:118.

S. Reportable occurrences, LERs & related correspondence

9107080056 LER 91-007-00:on 910529,review determined that breaker coordination set-
point problem existed on motor control ctrs 1,2 & 3XS2.Caused by design deficiency
resulting in interaction of components.Review ongoing.W/910627 Itr.
LOWERY.H.R.,   BARRON.H.B.   Duke   Power   Co.   91/06/27.    12pp.   58396:238-
58396:249.

9107190072   LER   91-008-00:on   910612.TS  violation   occurred   re   breach   of   fire
barriers.Caused by inappropriate actions.Personnel counseled & trained re importance
of fire protection sys. W/910710 Itr.
LOWERY.H.R., BARRON.H.B. Duke Power Co. 91/07/10. 8pp. 58500:186-58500:193.

V. Operator Examinations

9107300295 Forwards rept of false negative blind urine drug screen. Analysis correctly
identified marijuana but did not confirm presence of cocaine.Repeat analysis correctly
identified cocaine.Procedures implemented to prevent recurrence.
TUCKMAN.M.S. Duke Power Co. 91/07/23. Document Control Branch (Document
Control Desk). 4pp. 58605:273-58605:276.
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F. Security, medical, emergency & fire protection plans

9107080249   Forwards   public   version   of   rev   39   to   crisis   mgt   implementing
procedures.including rev 39 to CMIP-1,rev 28a to CMIP-2,rev 44 to CMIP-7,rev 39 to
CMIP-9 & rev 10 to CMIP-11.W/DH Grimsley 910627 release memo.
TUCKMAN.M.S. Duke Power Co. 91/06/18. Document Control Branch (Document
Control Desk). 3pp. 58333:248-58334:295.

-9107080251 Public version of crisis mgt implementing procedures, including rev 39 to
CMIP-1,rev 28a to CMIP-2,rev 44 to CMIP-7,rev 39 to CMIP-9 & rev 10 to CMIP-11
* Duke Power Co. 91/06/10. 401pp. 58333:251-58334:295.

TUCKMAN.M.S.,   BARRON.H.B.   Duke   Power
58388:169.

3lan.W/910625 Itr.

91/06/25.   14pp.   58388:156-01). 91/07/10. EURY.LW. Carolina Power &
